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E.O. 11652: N/A 
TAGS: ECRP, ENRG, GW 

SUBJECT: SALE OF FRG NUCLEAR POWER PLANTS TO USSR 

REF: A. STATE A-2030; B. BONN 1329; C. BONN 4194; 

D. BERT, IN 474 

1. LATEST INFORMATION AVAILABLE IN FRG ON STATUS OF 
NUCLEAR POWER PLANTS IS CONTAINED IN REFTELS B, C AND 
D. 

2. FURTHER INFORMATION WILL BE REPORTED WHEN 
AVAILABLE. HIT .1 ENBR AND 
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